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Message Text 


UNCLASSIFIED 

PAGE 01 STOCKH 00086 09I549Z 
51 

ACTION EUR- 12 

INFO OCT-01 ISO-00 EB-07 RSC-01 /021 W 

106509 

R091535Z JAN 75 
FM AMEMBASSY STOCKHOLM 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3624 

UNCLAS STOCKHOLM 0086 

FOR BIC/OIM/MRD - 216 

E.O. 11652: N/A 
TAGS: BEXP, SW 

SUBJECT: COMMERCIAL PROGRAM; GMR RESEARCH: LABORATORY INSTRU- 

MENTS - SWEDEN. 

REE: 1) USDOC 16950; 2) BIC-OIM CONTRACT S-50-FA-387 

1. MID-TERM PROGRESS REPORT ON SUBJECT STUDY SUBMITTED BY 
CONTRACTOR AB KONSULTERRA JANUARY 8 AND FORWARDED BY 
DIRECT INTERNATIONAL AIRMAIL. 

2. DEPT WILL NOTE THAT REPORTING (MID-TERM AND FINAL) 

PHASED FORWARD THREE WEEKS FROM TIME FRAME IN A-6864 IN 
VIEW OF BIDDING EXCHANGE (OUR 4338; 4828; AND STATE 
225183; AND USDOC 16950). WE EIND MID-TERM REPORT VERY 
GOOD AND LARGELY RESPONSIVE AND ON TRACK. IN CONVERSA- 
TION WITH LARS HOLMSTROM WE RECEIVED ASSURANCES THAT 
STATISTICAL TABLES AND PARTICULARLY 1975 AND 1979 PROJEC- 
TIONS WILL BE COMPLETED IN FIANL; PROFILES PAGE EIGHT 
ITEM FIVE WILL BE COMPLETED ON SCHEDULE AND THAT TRADE 
LISTS PAGE EIGHT ITEM SIX (A) ABLE WILL BE COMPLETED. 

3) CONTRACTOR ACCORDINGLY BEING PAID ONE THIRD FEE 
PER PROVISION ELEVEN SUBJECT CONTRACT. 

STRAUSZ-HUPE 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STOCKFI00086 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750009-0332 
From: STOCKHOLM 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 64/aaaacejw.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 75 USDOC 16950, 75 BIC-OIM, 75 CONTRACT S-50-FA-387 

Review Action: RELEASED, APPROVED 

Review Authority: buchantO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 26 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 MAR 2003 by RicharJA>; APPROVED <07 JAN 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COMMERCIAL PROGRAM; GMR RESEARCH: LABORATORY INSTRU- MENTS - SWEDEN. 

TAGS: BEXP, SW 
To: COM 
Type: TE 
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